ue oe 


BO. 
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18 November 1955 


MEMORANDUM POR THE R3CORD 


CURIRCT: CIA Headquarters Building 


1. I talked kes D Me Max Elliott, General Coun: 2t8 Ff Gene 
Services Adwinis nistration ay about our situation on the ae 
told ‘hin that io White end Lon our ow and aithoue ae 
spproval frou the Director wanted te discuca a possible voriing 
arrengenent with OSA which we wight be sble ta recoumend to the 

pire LOR Er, ELiiott said he was goproaching the problem on 


exactly the siue basis so that any discussion vas . without 
prejudice to our respective superiors. 


2. I pointed out that we did not feel the signing of th 
contract Vas any real probleit, as if all ether things vere =e 
out COA Brokah’ should signs I sald most of the points had be sa 
discuased in our carlicr attenpts to yeach agrecsent and that 
there was s Graft paper which came very near to the satisfactory 
conclusions Mire Elliott ageced. I said one podnt I felt adent 
be sticky arose from my understanding thet Btanlard PDS contract 
prohibited participation by the srehitect an end BUperVvIsiOR OF 
construction. Mr. Elliott sald he was hot tere of this aaa ir 
thet were Standard proviaion he did not feel it would he tou 
ciftiouls to waive Lb. He felt the sticky point might cose from 
the Administrator's insistence that there be more than one 
architect~-engincer fira. I eaid we hed never withstood adddtional 
architects, what ve had stood on was thet Me. Earrison should heve 
the final say on erchiteet probless and ‘fae additional architects 
on ensinesrs should We ‘eccepsable to. bin. If this ore unlers 

we would have no sean to retention of additional firus by 
GSA. Hrs ELLiott thought this might be acceptable 


BtaOd 


; *OGC Has Reviewed* | 


3s In ordex to proceed, F sugested that I teke the acrreonent 
that had so nearly been seceptable to beth sides and try to redraft 


it in Line vith our disecugsion and see Mr. Miliet’ on 1b when he 
returned to town next week. 


‘ays 
LAWRENCE BR, HOUSTOUM 
a - General Counsel 
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STATINTL 


; . | STATINTL 
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‘ ee oe, oe! ee ore ER 


te f >) 
- : 10 February 1956 so 

Memorandum for:  ——a 

The attached list of Congressional contacts on the CIA building 


were discussed with the Director last night, and he agreed to take the 
following actions todayi.- . 


. a. We will call Senator Russell and request him to set up a 
meeting as soon as possible of the Armed Services Subcommittee on 


CIA, At this me eting, the Director will be able to inform Senators 


Russell, Saltonstall, Bridges and Byrd of his decision on the Langley 
Bite; ; 


b. The Director will call Senator Hayden and request him to 
call an informal meeting involving himself and Senators Chavez, Stennis, 
and Robertson, all members of the Appropriations Committee, for the 
purpose of hearing the Director's intentions on the CIA building; 


¢. He will call Chairman Vinson and Dewey Short of the Armed 
Services Committee; and 


dé. He will call Chairman Cannon of the House Appropriations 
Committee and ask him to call an informal meeting involving himself 
and Messrs, Taber and Mahon for the same purpose, 


Norman S, Paul 
Legislative Counsel 


Attachment 

IG:NSP/ble ; eG 
Orig. « Add, 

i» DD/Support wo . s 
1 ~ General Counsel 


L- Col, Grogan 
2 « Stayback 
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